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The appearance of the rooms in which we live or 
work influences our comfort, happiness and efficiency. 
It is the purpose of this catalog to offer a decorative 
ceiling and sidewall treatment which provides the ut- 
most beauty, safety and economy. Ornamental Steel Ceil- 
ings are especially useful in remodeling work. Easily 
applied over stained, cracked or dangerous plaster 
ceilings, they perform the double service of adding 
beauty and safeguarding life and property. 

The Edwards Manufacturing Co. 

'The Sheet Metal Folks" 



FIFTH AND BUTLER STREETS 
CINCINNATI, OHIO 



Market and Collins Sts. 

Pallas, Texas 



Room 819 
381 Fourth Avenue 
New York, N. Y, 




ESTIMATING THE AREA 

The lump sum cost of Steel Ceiling material 
for any room can be quickly determined by 
using the list prices given in connection with 
the complete designs shown in this catalog. 

The number of squares required is obtained 
by adding twice the vertical height of the cor- 
nice, plus six inches for the lap of the filler, to 
the full length and breadth of the room, and 
multiplying the length and breadth thus ob- 
tained together. Make no deductions for any 
skylight, stairway or any other opening measur- 
ing less than 100 square feet. 

Example: If the room measures 20 x 60 feet 
and Design No. 2390, having a 6-inch depth 
cornice, is desired, add 18 inches to length and 
breadth, as follows: 

Size of room 20' 0" x 60' 0" 

Add for 6-inch cornice 1' 0" 1' 0" 

Add for lap of filler 6" 6" 

21' 6" x 61' 6" 
equals 13.22 squares 




FIGURING THE COST 

Now multiply the number of squares by the 
proper list price per square of the design se- 
lected, and add to this sum the total cost of all , 
cornice mitres required on the job as follows: 

13.22 squares @ $3.75 per sq $115.68 

4 only — 6" cornice mitres @ 40c each 1.60 



Total List Price $117.28 

This estimate is based on a plain rectangular 
room measuring 20 x 60 feet and having no 
exposed beams or other irregularities which | 
might change the quantity of material or the 
list price of the design. 

The list prices in this catalog provide for the 
material being painted one coat of paint on 
both sides before shipping, and include wood 
brackets for the cornices and nails for applying 
the metal. 

Wood furring strips are extra and are not 
shipped unless ordered. , 




STORE 



PERMANENT 




BASEMENT 




Re-Pressed Beads and 
Die-Cut Nail Holes 




These features not only reduce erection costs 
to an absolute minimum, but they insure a per- 
fect fitting, dust-proof ceiling. Insist on this 
type of construction for complete satisfaction. 





Flush Back Panel No. 1735 
24" x 48" — 8c sq. ft. 




Flush Back Panel No. 2327 
24" x 48" — 8c sq. ft. 




Flush Back Panel No. 1738 
24" x 48" — 8c sq. ft. 




Flush Back Panel No. 1717 
24" x 48" — 8c sq. ft. 




Flush Back Panel No. 1721 
24" x 48" — 8c sq. ft. 




Flush Back Panel No. 1668 
24" x 48" — 8c sq. ft. 





Plate No. 1693 
24" x 48" — 8c sq. ft. 




Plate No. 1885 
24" x 48" — 8c sq. ft. 




Flush Back Panel No. 2329 
24" x 48" — 8c sq. ft. 
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Flush Back Panel No. 2315 
24" x 48" — 8c sq. ft. 




Plate No. 1720 
24" x 48" — 8c sq. ft. 




Plate No. 1719 
24" x 48" — 8c sq. ft. 
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Plate No. 2056 


24" x 48" — 8c sq. ft. 
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Flush Back Panel No. 2328 
24" x 48" — 8c sq. ft. 




Plate No. 1816 
24" x 48" — 8c sq. ft. 
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Flush Back Panel No. 1729 
24" x 48" — 8c sq. ft. 
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Plate No. 2030 
24" x 48" — 8c sq. ft. 




Plate No. 1604 
24" x 48" — 8c sq. ft. 




Ceiling and Sidewall 

Plate No. 1623 

24" x 96" — 7'Ac sq. ft. 
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Ceiling and Sidewall 

Plate No. 1691 

24" x 96" — 7Kc sq. ft. 




Ceiling and Sidewall 

Plate No. 1797 

24" x 96" — V/ 2 c sq. ft. 



Ceiling and Sidewall 

Plate No. 1617 

24" x 96" — 754c sq. ft. 
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Ceiling and Sidewall 

Plate No. 1600 
24" x 96" — 8c sq. ft. 



Sidewall Plate No. 1642 
24" x 96" — 8c sq. ft. 




Ceiling and Sidewall 

Plate No. 1882 
24" x 96" — 8c sq. ft. 




Sidewall Plate No. 1831 
24" x 96" — 8c sq. ft. 




Molded Filler No. 1766 
Width 8" to 24", Length 48"— 8c sq. ft. 




Molded Filler No. 1631 
Width 6" to 24", Length 48"— 8c sq. ft. 




Nosing No. 2316 

I 1 /*" x iy a ", Length 48"— 6M>c lin. ft. 
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Mold No. 1662 
Width 3", Depth 1", Length 48"— 5c lin. ft. 



Mold No. 2307 

Width 4", Deptli 1%", Length 48"— 6c lin. ft. 



Chair Rail No. 1772 
Width 4Vi", Projection %", Length 48"— 7c lin. ft. 
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Cornice No. 1663 
Depth 3", Projection 3", Length 48"— 6c lin. ft. 




Cornice No. 1961 

Depth 6", Projection 6", Length 48"— lie lin. ft. 




Cornice No. 1845 

Depth 4", Projection 4'A" Length 48" — 8c lin. ft. 

Cornice Mitres 35c each 




Cornice No. 1808 

Depth 6", Projection 6", Length 48" — lie lin. ft. 

Cornice Mitres 40c each 




Cornice No. 1811 

Depth 654", Projection 6J4" Length 48" — 12c lin. ft. 

Cornice Mitres 50c each 




Cornice No. 2058 
Depth 6", Projection 6", Length 48" — lie lin. ft. 
Cornice Mitres 40c each 




Cornice No. 1812 

Depth 8", Projection 8", Length 48" — 15c lin. ft. 

Cornice Mitres 60c each 
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Composed of 

Cornice No. 2058 (6" deep) 
Molded Filler No. 2057 
Field Plate No. 2056 



Size of Room Per Square 

20x60 ft $8.80 

18x40 ft 9.00 

15x20 ft 9.40 

12x15 ft 9.75 




Composed of 

Cornice No. 1811 (6V2" deep) 
Molded Filler No. 1631 
Field Panel No. 1717 



Size of Room Per Square 

20x60 ft $8.90 

18x40 ft 9.10 

15x20 ft 9.50 

12x15 ft 9.85 
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DESIGN No. 2390 





Composed of 

Cornice No. 1808 (6" deep) 
Molded Filler No. 1766 
Field Panel No. 1735 



Size of Room Per Square 

20x60 ft $8.75 

18x40 ft 8.95 

15x20 ft 9.35 

12x15 ft 9.70 
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Composed of Size of Room Per Square 

Cornice No. 1812 (8" deep) 20x60 ft $8.75 

Molded Filler No. 1766 18x40 ft 8.95 

Field Panel No. 1721 15x20 ft 9.35 

12x15 ft 9.70 
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DESIGN No. 2347 
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Composed of 
Cornice No. 1962 (9" deep) 
Molded Filler No. 1631 
Field Panel No. 2327 



Size of Room Per Square 

20 x60 ft $8.75 

18x40 ft 8.95 

15x20ft 9.35 

12x15 ft 9.70 
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DESIGN No. 2367 




Composed of 
Cornice No. 1811 (6%" deep) 
Molded Filler No. 1631 
Field Panel No. 1693 



Size of Room Per Square 

20x60 ft $8.75 

18x40 ft 8.95 

15x20 ft 9.35 

12x15 ft 9.70 
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Composed of 

Cornice No. 1808 (6" deep) 
Molded Filler No. 1631 
Field Panel No. 2315 



Size of Room Per Square 

20x60 ft $8.80 

18x40 ft 9.00 

15x20 ft 9.40 

12x15 ft 9.75 




DESIGN No. 2352 
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Composed of 
Cornice No. 1961 (6" deep) 
Molded Filler No. 1631 
Field Panel No. 2329 



Size of Room Per Square 

20x60 ft $8.80 

18x40 ft 9.00 

15x20 ft 9.40 

12 x15 ft 9.75 



DESIGN No. 2354 
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Composed of 

Cornice No. 1845 (4" deep) 
Molded Filler No. 1631 
Field Panel No. 2328 



Size of Room Per Square 

20x60 ft $8.80 

18x40 ft 9.00 

15x20 ft 9.40 

12x15 ft 9.75 




DESIGN No. 2362 




Composed of 

Cornice No. 1845 (4" deep) 
Molded Filler No. 1631 
Field Plate No. 1604 



Size of Room Per Square 

20x60 ft $8.80 

18x40 ft 9.00 

15x20 ft 9.40 

12x15 ft 9.75 
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Composed of 

Cornice No. 1811 (6%" 
Molded Filler No. 1631 
Field Plate No. 1885 



Size of Room Per Square 

deep) 20x60 ft $8.75 

18x40 ft 8.95 

15x20 ft 9.35 

12x15 ft 9.70 




Composed of 
Cornice No. 1808 (6" deep) 
Field Plate No. 1600 



Size of Room Per Square 

20x60 ft $8.70 

18x40 ft 8.90 

15x20 ft 9.30 

12x15 ft.... 9.65 




Composed of 

Cornice No. 1663 (3" deep) 
Field Plate No. 1816 



Size of Room Pec Square 

20x60 ft $8.70 

18x40 ft 8.90 

15x20 ft 9.30 

12x15 ft 9.65 
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DESIGN No. 2372 




Composed of 

Cornice No. 1663 (3" deep) 
Field Plate No. 1617 



Size of Room Per Square 

20x60 ft $8.25 

18x40 ft 8.45 

15x20 ft 8.85 

12x15 ft 9.00 



DESIGN No. 2375 
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Composed of 

Cornice No. 1663 (3" 
Field Plate No. 1797 



Size of Room Per Square 

deep) 20x60 ft $8.25 

18x40 ft 8.45 

15x20 ft 8.85 

12 x15 ft 9.00 
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The Foy. Paint Company 

PAINTS AND COLORS 



CINCINNATI-OHIO 
July 8th, 1929. 



The Edwards llfg, Co., 

5th 6 Culvert Sts., 
Cincinnati, Ohio. 



Ger.t Israelii 



Ur. Waldo Larkb? . 



We want to tate this opportunity 
to let you know how wonderfully well pleased we are 
with the ratal ceiling you Installed in our offloea 
some few months ago. The effect ie very beautiful 
Indeed and the suggestion your Service Deparanent of- 
ferred in covering the teams and breaking up the 
large expanse of celling, has helped very materially 
to nske a very attractive ceiling out of a very un- 
attractive one* 

We are also very well pleased with 
the effect on the ordinary office noises. It teems 
that your ceiling has a tendency to deaden the sound 
rather than to accelerate It, We were fearful when 
contemplating having the ceiling covered that it would 
lnorease the noise but we find It works Just the op- 
posite way. 

We cannot recommend your ceiling 




Printed 



S. A. 



Iheck items in which you are interested. 

Then tear off and return to 
t Edwards Manufacturing Co., Cincinnati 
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